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UNCLASSIFIED 

PAGE 01 WELLIN 02333 200603Z 
ACTION EB-07 

INFO OCT-01 EA-09 ISO-OO HEW-06 COME-OO /023 W 

007989 200606Z/20 

R 200436Z JUN 77 
FM AMEMBASSY WELLINGTON 
TO SECSTATE WASHDC 3408 

UNCLAS WELLINGTON 2333 

E.O. 11652: N/A 
TAGS: BEXP, NZ 

SUBJECT: INQUIRY FROM GNZ CONCERNING FDA TESTS 

REF: WELLINGTON 2000 

WOULD APPRECIATE REPLY REFTEL ASAP. 

KILT .GORE 
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